COLONY  CHURCH 
Bishop  Hill,  Illinois 
Built  1848  by  Swedish  Colonists 

The  upper  floor  was  used  for  services  without  heat 
or  lights  in  early  days.  Lower  floor  contains  colony 
museum  and  famous  Olaf  Krans  paintings.  State 
Memorial  open  daily. 
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